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THE TEAM: THE 
COMMONWEALTH 
AND THE PRIVATE 

ARCHITECT 


By William T. McConnell 


Albert Christen, Commissioner 
Department of Finance 


Lawrence Forgy, Jr, Deputy Commissioner 
Department of Finance 


FOREWORD 


Many of the past issues of the Kentucky 
Architect have been devoted to projects 
of the State of Kentucky. This practice 
will continue because the Common- 
wealth instigates more architecture and 
construction of buildings than any other 
single architectural client in the state. 
Therefore we have invited William T. 
McConnell, director, Division of Engi- 
neering, Department of Finance, to out- 
line their building and design processes. 

The Finance Department, through the 
Division of Engineering is to be com- 
mended for the part it plays in the 
programming, development and con- 
struction of state projects. There is 
sometimes disagreement but in the end 
the Commonwealth has proved the cap- 
abilities of architects and the Division 
of Engineering by developing such 
buildings as dormitory complexes and 
unique State Park lodges. Two such 
completed projects are featured in this 
issue; the bathhouse-restaurant facility 
at Ft. Boonesborough State Park, and 
Hart Hall, a dormitory at Murray State 
University. 


, 


William T. McConnell, Director 
Division of Engineering 
Department of Finance 


By law the Department of Finance is 
responsible for all building projects in 
which the Commonwealth is the owner. 
The Division of Engineering is the con- 
trol point. We serve as architect-engi- 
neer to all agencies of state govern- 
men and handle all contracts between 
the state and the private architect. 

Instead of developing a large staff 
to prepare plans and specifications for 
state buildings we prefer to contract 
with private architects and engineers. 
Some states have taken the other route 
but we are of the firm opinion that this 
leads to mediocrity in architecture. 

In our system the architect is given 
freedom of building design within the 
context of the problem, but our division 
architects and engineers stay close to 
the situation to insure of no wasted 
effort. When the design is presented by 
the architect we try not to be critical. 
We do not want to inhibit design. How- 
ever, we might see a few things that 
are not working properly and design 
revisions are requested. 

Although the complete control of the 
project rests with the Department of 
Finance we are primarily looking after 
the interest of the state agency we 
represent. Depending on the agency, 
its personnel, and the scope of the 
project we become involved in varying 
degrees. We are in full control at the 
beginning of all projects. Gradual 
changes are made as the projects pro- 
gress. The agency normally has one per- 
son who is assigned to work with the 
private architect. 


During the design phase an architect 
or engineer from the Division of Engi- 
neering is assigned to the project. When 
tracings and specification masters are 
completed the division turns them over 
to the Division of Purchasing for bid- 
ding. The responsibility stays with Pur- 
chasing until the project is under con- 
tract. Then Engineering resumes control. 


At the initiation of a project three 
persons are greatly involved; the Com- 
missioner of Finance, the Deputy Com- 
missioner of Finance, who is also the 
budget director, and the head of the 
agency that requested authorization of 
the project. Many variables, including 
available sites and types of funding, 
are involved in approving a project. By 
law the means of financing must be 
feasible and the facility must be useable 
upon completion. 


We want to insure fair and open 
competition. We review the plans and 
specifications in this context to see that 
they serve the purpose and represent 
good construction. 


When selecting an architect we al- 
ways keep in mind that we are a public 
client. Architects are selected through 
agency recommendations, past perform- 
ance of the architect, the effort to dis- 
perse the contracts in fair and equal 
amounts, and by an architect's particu- 
lar knowledge in a particular type of 
design. However, there is no policy to 
classify architects according to the size 
of the firm. 

Sometimes the architect fails to un- 
derstand the financial scope of the 
project and both the architect and the 
project plan get into difficulty. 
He must stay within the cost figures 
established at the programming stage. 
If a construction contract cannot be 


awarded then no useful service has 
been performed. 

Some of our best relationships with 
architects have been through more fre- 
quent meetings than the standard three 
interviews of programming, prelimin- 
aries, and final design. This approach 
enables everyone concerned to accom- 
plish the project objective; a good de- 
sign, one that is functional, and a de- 
sign that can work within the available 
funds allocated. 

Credit should be given to the three 
sections within the Division of Engi- 
neering: Administration, headed by 
James W. Stocker; Construction, super- 
vised by Carl T. Hancock; and Design, 
headed by our chief architect, Keith 
Ashby. Other members of the Design 
Section staff members working with 
architects are: Raymond B. Hayes, Jr., 
architect; William E. Smith, architect; 
Melbourne Mills, architect and engi- 
neer; and Byrnes Fairchild, engineer. 

The excellence of talents of the above 
groups and the private architect will 
come into prominence when projects, 
similar to those featured in this issue 
are completed. Dormitories currently 
under construction are: two at Eastern 
Kentucky University, one at Murray State 
University, two at Morehead State Uni- 
versity, and one at Kentucky State Col- 
lege. A resort lodge is being designed 
for Barren River State Park. Under con- 
struction are two dormitories at West- 
ern Kentucky University, two at Eastern 
Kentucky University, and two at More- 
head State University. The Lake Barkley 
State Park resort lodge is also under 
construction. 

The current administration under 
Gov. Louie B. Nunn intends to keep 
the Commonwealth on the move with 
its Capital Construction Program. 
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HART HALL 


Murray State University 
Murray, Kentucky 


Architect: Lee Potter Smith and 
Associates of Paducah, Inc. 


This dormitory was programmed to 
house 550 men and to provide sup- 
porting facilities that include a post 
office, snack bar and grill, bookstore, 
recreational and activities area, and a 
full time married proctor's residence. 
The site had been previously established 
by the master plan of the campus, with 
this dormitory as the hub of the hous- 
ing complex. The problems posed by 
the site were those of correct orienta- 
tion to each of the existing buildings 
within the complex, as well as its effect 
as a high rise campus structure. 
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FT. BOONESBOROUGH 
STATE PARK 


Bathhouse-Restaurant 
Boonesborough, Kentucky 


Architects: Chrisman, Miller, and 
Wallace, Lexington 


This facility, located on the Kentucky 
River in Madison County, was designed 
along with a museum (to be built at a 
later date) for one of the most active 
day use parks in the state. The site is 
considered to be the original site of 
the Boonesborough Fort founded by 
Daniel Boone. The primary design con- 
siderations were the proper placement 
of the two buildings on the site in 
such a way as to establish a visual 
entry into the park and an attempt to 
create an identity image with some 
relevance to the past and the present. 
Through this facility and the future 
museum the Parks Department hopes 
to upgrade service to the individual 
visitor (bathhouse-restaurant) and place 
emphasis on the historical-educational 
values (museum), while still attempting 
to keep the park primarily a day use 
facility. 
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KSA NEWS NOTES 


EXECUTIVE DIRECTOR NAMED 


Charles Hellmann 


The Board of Directors of the Kentucky 
Society of Architects has announced the 
appointment of Charles J. Hellmann, 
Frankfort, as the Society’s Executive 
Director. 

In this newly-created position Mr. 
Hellmann will perform the administra- 
tive and public relations functions of 
the Society. He also becomes editor, 
publisher and advertising representative 
for the KENTUCKY ARCHITECT, the 
monthly official magazine of the 
Society. 

It has been the intention of K.S.A. 
for some time to employ an executive 
director who could represent the Society 
in a public relations capacity and also 
assist in the administration of K.S.A.'s 
business affairs. 

All inquiries concerning the editorial 
and advertising content of the KEN- 
TUCKY ARCHITECT should be sent di- 
rectly to Mr. Hellmann at P. O. Box 557, 
Frankfort, Ky. 40601. 

Until K.S.A. can obtain permanent 
headquarters, a temporary office for Mr. 
Hellmann has been established at 213 
St. Clair Street, Frankfort. The telephone 
number is 875-3286, area code 502. 

Mr. Hellmann, 42, comes to K.S.A. 
from the Kentucky Department of Parks 
where he served as administrative assist- 
ant to the Commissioner of Parks in a 
public relations capacity. He has had a 
wide variety of experience in the fields 
of management, administration, com- 
munications, publications, and employee 
and public relations. His work with the 
Parks Department and the Allied Con- 


struction Industries office in Cincinnati 
has enabled him to become acquainted 
with the field of architecture. 

Mr. Hellmann is a native of Ludlow, 
in Northern Kentucky. He is a graduate 
of the University of Kentucky where he 
received a Bachelor of Arts degree in 
Journalism-Radio Arts. He completed 
his resident work toward a Master of 
Science in Public Relations at Boston 
University. He is married to the former 
Judith Kae Lauer, of Cincinnati, a school 
teacher, who graduated from Ohio Uni- 
versity, in Athens, and Xavier University, 
Cincinnati. They have a daughter, 
Angela, 22 months, and a son, Chris, 
8 months. 


NEW OFFICERS ELECTED 


The following officers were elected at 
a recent meeting of the East Kentucky 
Chapter of the American Institute of 
Architects: President, K. Norman Berry; 
Vice President, Robert E. Olden; Secre- 
tary, Martin H. Ginocchio; Treasurer, 
James B. Tune; Directors, Douglas W. 
McLoney, and Donald Q. Wallace. 

The Northern Kentucky Section of the 
East Kentucky Chapter also held its elec- 
tion. The new officers for the coming 
year are: President, Carl C. Bankemper; 
Vice President, Edward J. Beiting, Jr.; 
Secretary, Harley B. Fisk. 


“HONOR AWARD FOR 
DISTINGUISHED ACHIEVEMENT 
IN ARCHITECTURE” 


The next issue of THE KENTUCKY 
ARCHITECT will be devoted to 


the recipients of the annual 
“Honor Award for Distinguished 
Achievement in Architecture.” 
Each project will be featured with 
plans, photos, and jury comments. 


OUR APOLOGIES 


The KENTUCKY ARCHITECT was in 
error by improperly crediting two 
dormitory complexes in the August 
issue. The rendering identified as Men's 
Dormitories Nos. 6 and 7, Western 
Kentucky University, by Arrasmith, Judd, 
Rapp and Associates, Louisville, was 
actually Men's Dormitory No. 7 at 
Morehead State University, by Marye 


and Bond, Architects and Engineers, 
Lexington. And credit was not given 
Johnson-Romanowitz, Architects, Lex- 
ington, for the photo of their model of 
the South Dormitory Complex for Men 
at Eastern Kentucky University. Our 
apologies! 


FORTY-FOUR ATTEND 
ANNUAL DESIGN SEMINAR 


H. Candela 


R. Crites 


The Annual Design Seminar, sponsored 
by the Kentucky Society of Architects, 
was held in the AIA award-winning 
classroom building at Kentucky State 
College, Frankfort, on September 28. 
Attending the seminars were forty-four 
KSA members, their associates, archi- 
tectural students, and guests. 

The seminar was divided into sec- 
tions. The morning session was a 
presentation by Hilario Candela, AIA, 
distinguished designer and partner in 
the Miami firm of Pancoast, Ferendina 
& Grafton, Architects. Mr. Candela pre- 
sented his South Campus Development 
of the Miami-Dade Junior College. This 
is a completed architectural project. 

The afternoon session was devoted 
to an uncompleted project, the educa- 
tion, cultural, convention center project 
at lowa State University, Ames. The 
speaker was Mr. Ray Crites, partner in 
the firm of Crites and McConnell, 
Architects, of Cedar Rapids, developers 
of the project. Mr. Crites has also dis- 
tinguished himself with a number of 
award winners. 

The excellence of the program is a 
credit to John Bickel, program chairman. 


PCA APPOINTMENTS 


M. Evans H. J. Stockinger 


The Kentucky regional office of the 
Portland Cement Association at Louis- 
ville has announced the appointments 
of Herbert J. Stockinger as structural 
engineer for Kentucky, and Milton 
Evans, Jr., as field engineer for eastern 
Kentucky. 


Mr. Stockinger, of Visalia, Calif., is a 
native of Austria. He has lived in the 
United States since 1957. He is a civil 
engineering graduate of the Institute of 
Technology, Vienna. He has broad ex- 
perience in precast, prestressed, post- 
tensioned and cast-in-place concrete in 
this country, Austria and Switzerland. 
Mr. Stockinger comes to Portland from 
Kabo-Karr of Visalia, manufacturer of 
precast prestressed concrete compo- 
nents. 


Mr. Evans, a native of Lexington, was 
a consulting engineer at White Bear 
Lake, Minn. He is a civil engineering 
graduate of the University of Kentucky. 


TWO BECOME ASSOCIATES 


D. Kenneth Meyer, Ft. Thomas, Ky., and 
Jerry L. Keltch, of Cincinnati, have been 
named Associates in the firm of Fisk, 
Rinehart, and Hall, McAllister, Stock- 
well, Architects and Engineers. Both are 
registered architects. The firm has of- 
fices in Cincinnati and Covington. 

Mr. Meyer has been with the firm 
for seven years. He is 35, and a grad- 
uate of the University of Cincinnati. 
He also holds a Master Degree in City 
Planning from Miami University, Ox- 
ford, O. For two years he taught archi- 
tectural and planning design courses at 
UG. 

Mr. Keltch, 36, is a graduate of the 
University of Cincinnati, and has been 
with the partnership for three years. He 
served five years on the faculty at the 
University of Kansas. 


SIX PASS STATE BOARDS 


C. Julian Oberwarth, FAIA, Executive 
Director of the State Board of Examiners 
and Registration of Architects, Common- 
wealth of Kentucky, has announced the 
following have recently passed their 
State Board examinations and are now 
licensed to practice architecture in the 
Commonwealth: 

David C. Banks, 27, of Frankfort, with 
the firm of Lee Potter Smith, Pritchett, 
Hugg and Carter, Architects and Engi- 
neers in Frankfort. 


Donald L. Barth, 28, of Lexington. He 
is with Johnson-Romanowitz, Architects, 
Lexington. 

Davie G. Crawley, 37, of Owensboro, 
who is with Walter Scott Roberts, 
Architect, Owensboro. 


Frank H. Dries, 30, of Lexington, also 
with the firm of Johnson-Romanowitz, 
Architects, Lexington. 

James L. Gibson, 34, of Louisville. He 
is with Design Environment Group 
Architects, Louisville. 


John D. Meyers, 32, of Lexington, 
who has recently joined the firm of 
Marye and Bond, Architects and Engi- 
neers, Lexington. 


ANNUAL KENTUCKY 
CONCRETE CONFERENCE 


George Sample of Chicago, participat- 
ing associate in the ranking architectural 
firm of Skidmore, Owings and Merrill, 
will be the dinner speaker of the one- 
day seventh annual Kentucky Concrete 
Conference in Louisville December 13. 
His subject has been announced as 
"Developments in Residential Systems." 

This year's conference will be held 
at the Jefferson Community College 
under the co-sponsorship of the Uni- 
versity of Kentucky and the University 
of Louisville. 

Speakers on the program include 
Herbert J. Stockinger of Louisville, 
structural engineer in the Kentucky 
office of the Portland Cement Associa- 
tion; Rupert Bullock of Chicago, Mid- 
western Region structural engineer of 
the Portland Cement Association; John 
S. Morgan, Lexington architect; Ross 
Bryan of Nashville, Tenn., consulting 
engineer and A. F. Campbell of Louis- 
ville, consulting engineer. 

Participants in a panel discussion on 
"Responsibility for Concrete Testing" 
will be Robert E. Shaver of the Uni- 
versity of Kentucky, speaking for the 
owner; Bailey Ryan, Louisville architect, 
speaking for the architect; James Lyons 
of Louisville, for the concrete producer; 
Kenneth Haines of Louisville, for the 
contractor, and Carl Clayworth of Louis- 
ville, for the testing laboratory. 

Others on the program are D. K. 
Blythe of Lexington, associate dean of 
the College of Engineering, University 
of Kentucky; Dr. John Heer, chairman 
of the Department of Civil Engineering, 
University of Louisville; and Dr. Herbert 
M. Jelley, director of Jefferson Com- 
munity College. 


Cooperating in sponsorship of the 
conference are the American Institute 
of Architects, American Society of Civil 
Engineers, Associated General Con- 
tractors, Kentucky Association of Con- 
sulting Engineers, Kentucky Ready Mix 
Concrete Association, Kentucky Society 
of Professional Engineers, Portland 
Cement Association, Prestressed Con- 
crete Association of Kentucky, and the 
University of Kentucky student chapters 
of the American Institute of Architects 
and the American Society of Civil 
Engineers. 


Copies of the program may be ob- 
tained from Associate Dean David K. 
Blythe, College of Engineering, Univer- 
sity of Kentucky, Lexington, Ky. 40506. 


AIA COMPONENT EDITORS 
MEET IN WASHINGTON 


Nearly 30 editors of official magazines 
and newsletters published by chapters 
and state associations of The American 
Institute of Architects were in Washing- 
ton recently for a two-day conference 
on "The Profession: Inside Out." 
Among the highlights of the meeting 
was the presentation of a citation for 
the best component publication of 1968, 
UTAH ARCHITECT, edited by David R. 
Hayes, AIA. Members of the jury who 
judged the magazines were: Mr. A. 
Bailey Ryan, AIA, member of the Public 
Relations Committee and Director of 
the East Central States, chairman; 
Donald Canty, editor of CITY magazine, 
and Mr. Paul Grotz, graphic designer 
and managing editor of ARCHITEC- 
TURAL FORUM. Also a liaison group of 
the component editors was established 
to coordinate their work with AIA's 
Public Relations Committee and saff. 
Selected by the editors were: John P. 
Conron, AIA, editor of NEW MEXICO 
ARCHITECTURE; Ello Brink, editor of 
the WISCONSIN ARCHITECT, and David 
Dibner, AIA, Chairman of the Editorial 
Board for ARCHITECTURE NEW JERSEY. 
The conference opened with an ad- 
dress by AIA Vice President Jules Greg- 
ory of Lambertville, N.J., followed by a 
panel discussion on "The Public and 
Professional Roles of Component Pub- 
lications. Mr. Conron served as mod- 
erator, and panelists were Mr. Ryan, 
James M. Fenelon, Hon. AIA, Executive 
Director of the Minnesota Society of 
Architects and incoming Assistant to 
the Executive Director of AIA, and Ray 
Lackey, PR Counsel of Henry J. Kaufman 


& Associates, Washington, D. C. 


Other speakers were Archibald al 


Rogers, FAIA, of Rogers, Taliaferro, | 


Kostritsky, Lamb, in Baltimore; Donald 


W. Lief, senior editor of CITY magazine, | 
and Ted Morris, AIA, publisher of EM- | 


PIRE STATE ARCHITECT. The meeting 
closed with a two-hour workshop in 
which Mr. Grotz, Mr. Lief, and Mr. Ryan 
discussed the editorial and graphic con- 
siderations of the magazines with the 
editors. 
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The unique construction of the storage gas water heaters 
and the multi-tube gas water heaters assures long life. 


RUUD WATER HEATER SALES CO. 
840 E. Chestnut St. 583-7629 
Louisville, Kentucky 40204 


Our 16-mil epoxy wall coating 
smells like nothing at all. 
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And no odor is just one advantage you get with 
Kurfees' new KURAMIC COATING . . . a high build 
catalized epoxy wall coating. Other good reasons 
for specifying Kurfees KURAMIC are: simple, 

two step application; a true 16-mil thickness in one 
coat; Y the cost of installed ceramic wall tile; and 
good looks, long wear, high resistance to impact. 


Why not get the full story on our Kuramic seamless 
floor and wall systems. Write J. B. Tabler, 
Maintenance Coatings Division, Kurfees Paint 
Company, 201 E. Market, Louisville. 


Leininger Cabinet 


& Woodworking E 


116 S. Forbes Rd. 


Lexington, Ky. 40505 Weldwood* Doors 


606-252-0429 custom tailored for every opening 


" i Just two of the fine products available 
Custom Millwork & from the world's largest plywood organization 


Formica Fabricator' 


U.S. Plywood Corporation 
Millwork for ( ) 358 Farmington Ave., Louisville Phone: 635-2675 


Ft. Boonesborough Project 


Hartz-Kirkpatrick Construction 
Augspurger Construction Co. 


Company, Inc. 
of Lexington, Inc. 


New Hartford Pike, Owensboro, Ky. 42301 
708 Donley St, Lexington, Ky. 40505 


502-684-3205 


606-252-6395 


"Helping Kentucky Progress" 


General Contractors for Boonesborough Project 


General Contractors for Hart Hall 
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GEORGE € PETTENGILE 
AVER CAN NST, TUE OF 
Antniı TECTS 

1735 NEW YORK AVE 
WASHINGTON D C 29006 


Refrigeration Sales 
Company, Inc 


315 E. Breckinridge 
Louisville, Ky. 40205 
502-582-1607 

Kitchen and Food Service 
Equipment and 
Restaurant Furnishings 


Ft. Boonesborough Project 


ATLAS Son co.” 
2214 SOUTH FLOYD ST. 


LOUISVILLE, KY. 40217 
FEATURING 


FIRE EXTINGUISHERS & CABINETS 


ARCHITECTURAL Sreeiusts 


PHONE US FOR SERVICE 
637-3607 


MURPHY 
ELEVATORS 
and SERVICES 


@ PASSENGER 
FREIGHT 
RESIDENCE 
DUMBWAITERS 
MATERIAL HANDLING EQUIP. 

GLOBE WAYNE 

@ INSPECTION SERVICE, 
FULL MAINTENANCE 
AND REPAIRS ON ALL 
MAKE ELEVATORS 


Area Code 502 587-1225 


The MURPHY 
ELEVATOR CO. 


128 E. MAIN ST. — LOUISVILLE, KY. 40202 
74| PRICE AVE. —LEXINGTON, KY. 40508 
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€ CONCRETE MASONRY UNITS 
e REINFORCED CONCRETE 

e PRESTRESSED CONCRETE 

e PRECAST CONCRETE 


High Strength, Increased Insulation, 
Reduced Dead-Load, Durability, Greater 
Fire-Resistance, Economy 


ONE- LESS WEIGHT 
THIRD LESS WORK 


Permit No. 352 


